MAX 16Vdc 

Can easily run at 8Vdc ! 
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IPDIF: 0.5Vpp 0.6Vpp into 75 Ohms,' 0.'2Vpp MIN 
\ES: 2Vpp - 7Vpp into 1 10 Ohms, 0.2Vpp MIN 
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